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ACTION NEA-09 

INFO OCT-01 ISO-OO AID-05 /015 W 

106502 

R 121 107Z MAY 75 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 1488 

UNCLAS TEHRAN 4405 

FOR BYRON MORTON, NEA/IR 

E.O. 11652: NA 
TAGS: USIRJC 

SUBJ: REQUIREMENT FOR HOSPITAL STAFF 
REF: (A) STATE 67442, (B) TEHRAN 3129 

1. CHILDREN'S WELFARE FOUNDATION PROPOSES FOLLOWING SALARY/BENEFIT 
PACKAGES: FOR NURSES (EXCEPT DIRECTOR OF NURSING) AND TECHNICIANS— 
MONTHLY SALARY $6504800 WITH ONE ADDITIONAL MONTH SALARY BONUS AT 
NO RUZ; FURNISHED QUARTERS IN LUXURY APARTMENT SHARED BY 2-3 NURSES 
WITH EACH NURSE CONTRIBUTING $65/MONTH TOWARD COST; ONE MONTH 
VACATION; 14 ADDITIONAL PAID HOLIDAYS (IRANIAN AND US NATIONAL 
HOLIDAYS); 24 DAYS PAID SICK LEAVE; HEALTH AND MALPRACTICE INSUR- 
ANCE* FREE TRANSPORT TO AND FROM WORK; FREE MEALS WHILE ON DUTY; 
ROUNT TRIP TRANSPORTATION. FOR DOCTORS-MONTHLY SALARY $3,000 
WITH ADDITIONAL MONTH SALARY AT NO RUZ; FURNITURE FOR APARTMENT 
OR HOUSE, BUT NOT RPT NOT RENT SUBSIDY; TUITION FOR DEPENDENT 
CHILDREN; ROUND TRIP AIR FARE FOR DOCTOR, WIFE AND DEPENDENT 
CHILDREN; AND OTHER BENEFITS AS OUTLINED FOR NURSES. FOUNDATION 
WILL ACCEPT ONE AND TWO YEAR CONTRACTS. 

2. IF SALARIES/BENEFITS OUTLINED PARA 1 SUFFICIENT FOR RECRUIT- 
MENT, FOUNDATION WILL INVITE RESPONSIBLE INDIVIDUAL FROM 
ASSOCIATION DESIGNATED BY DHEW TO TEHRAN AS SUGGESTED PARA 6, 

REF A. 

3. FYI: MINISTRY OF HEALTH HAS NOT RESPONDED REF A SINCE SAGHAFI 
STILL ON RECRUITMENT TRIP TO FAR EAST. END FYI. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEHRAN 04405 130049Z 

MIKLOS 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EMPLOYMENT, MEDICAL PERSONNEL, VOLUNTARY AGENCIES, HOSPITALS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TEHRAN04405 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 67-051 9 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750559/aaaacbxo.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 67442, 75 TEHRAN 3129 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 8 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUL 2003 by SilvaL0>; APPROVED <10 FEB 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUIREMENT FOR HOSPITAL STAFF 
TAGS: EGEN, TBIO, IR, US, USIRJC 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



